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Contract No. BC-VjO 
A m e ndm ent No. 6 


Hycon Mfg. Coapsmy 
296 l Colorado Street 
California 

Attention : I * ' ' 


MAR 3 1 1958 


flea President, Engineering 


i8 RB * d * *° Contract So. 3 C -450 between the 

BV 60 ® ***' Ccwpany, effective for 
the period 1 July 1956 through 50 Jfene 1958. 

2 * It has been dstaralaed that additional funds are rest irad 

11 - —— *«sss2 


3* la view of the foregoing, the contract, 
hereby further amended a a follow : 


as amended. Is 


mrcL De3 ;* t ® P^ragr^i (a) of PART IV - CCS3I13SRATION ASP 
PAXMSfTS and substitute the fo ll owi ng ; 

"(a) There has been allotted for this contract a 

a^iftL^ 0 '! 00 for **** Perl®* 1 July 1956 through 30 
Jhae 1957 and $520,000 for " ^ 

30 June 1956 . 

repair* perft 
Cue toatar 5a. 



_* g with paragraph c of the clause 

Sa^tf 0r Sorvice 8" which was 

•^dto ApjXHkUx I by Asendment So. 2 the parties agree as 



25X1A 

25X1A 

25X1A 
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*Beg!anl n® with the trim**? 195® bill lags the 
provi»iooal tilling rates shall be 1ft aceordaace A * 

v&th Uhlblt "B* dated T awe* 195® iych jU «t- ,, Y , st 4 

taohed hereto and «4a * »*rt faeraaf/' — — J 

h, Shis Aaso&aaaat results ia ft ae* increase of $190,000.00 
or » total amount of $890,000.00 allotted for this contract for 
tbs jpsriiad 1 Ail} 1 1956 through 30 Am® 195® • All other tern* and 
conditions r em a in unchanged. 




k 



5. flfttr indicate your receipt sad acceptance of this tas*d* 
Mttt by aaaeatlae the original and two copies thereof. Betura the 
felly eascuted orlglasl a tod es« copy thereto to the undersigned mc 
retain the remaining copy for your film* 


Very truly yours. 


25X1 A 


Bra umm> msm car axsfica 



Ccutractiog Officer 


ACX80WU5X3BD AHD ACCEPTED 
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